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FACTORY! 
LAFAYETTE, SPRING & ELIZABETH STS., ADDRESS: 
ELIZABETH, N. J. 80 NASSAU STREET, 


New York, gune 22@nd.,1895, 


Major Herman Kretz, : 
Supt. U.S.Mint, , 
Philadelphia, Pa, 


pear Sir; 


In reply to your favor #773 to repair one of our #3 blowers 
and to send directions for their repair, we beg leave to say that 
the blower should have been sent to our factory at Elizabeth, N.J. 
instead of our N.Y. office as was done, and we shall have to in= 
clude the expressage which amounts to $3,80 to New York, as well 
as the transportation back to Elizabeth, N.J. where it should have 
been sent. 


We enclose herewith pamphlet on, blower containing a descrip-= a 
tion of its construction on page 5,\"“which the mechanic to whom fu- 
ture repairs are to be entrusted should make himself thoroughly 
familiar, There are only two points in the blower that are likely 


to be remewed’ at any time which are 


ist. The sliding guide blocks G, may slightly wear, and can 
be replaced easily by a man who has made himself familiar with the 
construction of the blower. In that case {ky Haka WA the blower 
fs disconnected, laid on its side and one of the heads taken off, 
The fan blades are then easily drawn out and new guide blocks are 
placed in the annular groove, and the fans replaced. These guide 
blocks will be sent on application from the factory. Care must 
be taken in replacing the head: of the blower to put it in exactly 
the same position from which it was removed, dy reference to 
guide pins whioh will be found on the upper part of the case oppo- 
site one another, These guide pins are so well knowm that no 
mechanic can fail to appreciate what they are there for. In 
screwing on the heads of the blower the bolts shoulda be tightened sg 
tightly all round, not tightened on one side and left loose on the 
othér, but it should be drawn down together. 








scraping ort ‘the outer onde of the: ee ‘blaaba,, and 


thi is. done Brokered _ y ”y a en plece of glass. nee ae cs 


Very truly | yours, 
Uh endean Gas Furnace Co, 


anne 


dep ee hess man found thet an: ‘at oe had 
been a to. repair his, which had proved a failure, prineipally : 
. because the: head was replaced in a very unworkmanlike manner by a 
total disregard of the guide pins, which no mechanie can miss 1: 
he only careful Ly loo or them. The head of ‘the blower was 
serewed down unevenly, Had these two points been observed b: 


the man who. evidently hn rriedly went to work at this job, he would 


have made a success of it Anstead of he: Ba ae which Ganeani vate: 
ti a) ing of one ie our mens 
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American Gas Furnace Company, 
New York, 
June 22, 1895 


Major Herman Kretz, 
Supt. U.S. Mint, 
Philadelphia, Pa. 


Dear Sir: 


In reply to your favor #773 to repair one of our #3 blowers and to send directions for their 
repair, we beg leave to say that the blower should have been sent to our factory at Elizabeth, NJ. 
instead of our N.Y. office as was done, and we shall have to include the expressage which 
amounts to $3.80 to New York, as well as the transportation back to Elizabeth, N.J. where it 
should have been sent. 


We enclose herewith pamphlet on blower containing a description of its construction on 
page 5, with which the mechanic to whom future repairs are to be entrusted should make himself 
thoroughly familiar. There are only two points in the blower that are likely to be renewed at any 
time which are 


Ist. The sliding guide blocks G. may slightly wear, and can be replaced easily by a man 
who has made himself familiar with the construction of the blower. In that case the blower is 
disconnected, laid on its side and one of the heads taken off. The fan blades are then easily drawn 
out and new guide blocks are placed in the annular groove, and the fans replaced. These guide 
blocks will be sent on application from the factory. Care must be taken in replacing the head of 
the blower to put it in exactly the same position from which it was removed. By reference to 
guide pins which will be found on the upper part of the case opposite one another. These guide 
pins are so well known that no mechanic can fail to appreciate what they are there for. In 
screwing on the heads of the blower the bolts should be tightened tightly all round, not tightened 
on one side and left loose on the other, but it should be drawn down together. 


2nd. If the blower commences to thump a little this can be remedied by scraping off the 
outer ends of the fan blades, and this is done preferably by a sharp piece of glass. 


Hoping that this explanation will obviate the necessity of returning the blowers to our 
shop for repairs, we remain, 


Very truly yours, 
American Gas Furnace Co. 
E.P. Reichhelm 

Pres. 


Dic. E.P.R. 
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P.S. We sent a man recently to repair the blower erected in the annealing department. There the 
man found that an attempt had been made to repair this which had proved a failure, principally 
because the head was replaced in a very unworkmanlike manner by a total disregard of the guide 
pins, which no mechanic can miss if he only carefully looks for them. The head of the blower 
was screwed down unevenly. Had these two points been observed by the man who evidently 
hurriedly went to work at this job, he would have made a success of it instead of the failure 
which necessitated the sending of one of our men. 


Very truly and respectfully yours 
American Gas Furnace Co. 

E.P. Reichhelm 

Pres. 


Dic. E.P.R. 


